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A Regulator Helping People 


April 20, 1994 


Mr, Harold Weisberg 
7627 Old Receiver Road 
Frederick, Maryland 21702-0000 

Re: Complaint #920*94 


Dear Mr. Weisberg: 

Please be advised that we have thoroughly reviewed the 
above*ref erenced file. Painting the pool interior was not 
included in your contract with Poolco Incorporated, therefore, no 
further action will be considered* 

We are administratively closing your complaint. Your claim 
against the Guaranty Fund will be forwarded to the Commission for 
review. You will be informed of their decision in writing within 
the next sixty (60) days* 


Sincerely, 



SM:ddw 

CCS Timothy James Coleman 
Poolco Incorporated 
3492 Augusta Drive 
Ijamsville, Maryland 21754*0000 
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